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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 06889 191508Z 

45 

ACTION OES-06 

INFO OCT-01 10-13 ISO-OO /020W 

050486 

R 19 1333 1Z AUG 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 7962 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 6889 

DEPT PASS IO/SCT 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA TECHNICAL COMMITTEE MEETING ON THERMO-HYDRAULIC 
CONSEQUENCES OF LOSS OF COLLANT ACCIDENTS INSIDE 
AND OUTSIDE 

REF: (A) STATE 180487, (B) AMMONS/GABBERT TWX 01 1940Z JUN 1976, 

(C) STATE 124608 

1 . MISSION HAS RECEIVED AGENCY LETTER FORMALLY 
ANNOUNCING RESCHEDULING OF SUBJECT MEETING AND INVITING 
U.S. TO NOMINATE SCIENTISTS TO ATTEND AT NO RPT NO 
EXPENSE TO AGENCY. COPIES OF AGENCY ANNOUNCEMENT 
POUCHED AMMONS/ERDA. 

2. MISSION WOULD APPRECIATE CONFIRMATION U.S. NOMINATIONS 
PREVIOUSLY SUBMITTED PRIOR TO POSTPONEMENT THIS 
MEETING: GEORGE E. SLITER (REF A), LARRY L. WHEAT (REF 

B), AND ROBERT L. CUDLIN AND EDWARD MCCAULEY (REF C). 

STONE 


UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

*** Current Classification *** UNCLASSIFIED 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: HYDROELECTRIC POWER PLANTS, MEETINGS, NOMINATION, NUCLEAR POWER PLANTS, SPEAKERS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV06889 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D76031 8-0971 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760899/aaaagjrr.tel 

Line Count: 53 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 180487, 76 STATE 124608 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <17 DEC 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> wfs 970929 

Subject: IAEA TECHNICAL COMMITTEE MEETING ON THERMO-HYDRAULIC CONSEQUENCES OF LOSS OF COLLANT ACCIDENTS INSIDE 
AND OUTSIDE 

TAGS: AORG, OCON. US, IAEA, TECH, (SLITER, GEORGE EARL), (WHEAT, LARRY L) 

To: STATE 
Type: TE 
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